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THE MECHANICAL ENGINEER'S REFERENCE BOOK, for Machine and Boiler Construction. In Two Parts. Part I. GKNKKAL ENG7/EER?NG DATA. Part II. BOILER CONSTRUCTION. With 5« Plate!, and numerous Illustrations. By NELSON FOLEY, M.I.N.A. I'oho, £3 55. half-bound.                                             ^
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WITH DIAGRAMS FOR VALVE-GEAR, BKLTING AND ROPES, Di.sr.iiMmK AND SUCTION PIPES, SCREW PROPELLERS, AND COPPER PXPKS. PART It.
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WITH DIAGRAMS FOR ALL BOILER CALCULATIONS AND DHAWINUH OF MANY
VARIETIES OF BOILERS.
*** OPINIONS OF THE PRKSS.
"This appears to be a work for which there's should Iin a lar>f«i (lrm.in<f on th« ft.mof mw:h.mf> cal engineers. It is no easy matter to compile a book of thi-» davt, aiiil lh« Uti*uu htvutviftl i« enornvous, particularly when—as the author informs us--th« majority <»(' thr t.tlilr•, .nit! (U.t»r.U!t% have been specially prepared for the work. Tho tliaj,(ri»n'J iirti ("xrfpiiuitilly writ rut-»utn»f, «in*t generally constructed on the method adopted in ;i previous work tiy th« •t.ttn*' .utttt<ir, , , 1 hn tables are very numerous, and deal with a greater varinty of sut»jtn;tk« than wilt fcf*ni«if,illy Iw* futuid in a work of this kind: they have evidently been compiled with j^rui« c»irr> ,»wt arr iu»i-»U4ltv »«»»»> plete. All the information given appears to be well up to <l;it«". . , , tl vuuiliU'p <iuit« (miim-sible within the limits at our disposal to <tv<»n enurwr.it« all thf sulift'i r«, frr,u«-«t; if '4»«ml»J, however, be mentioned that the author dn«s not confinn Iui»i'»nSf to M HIT** l».»M '«L(trrtiriit of formulae and laws, but in very many instances sliow; suet iiu'tly how thi"«r» rtr«» dr-rnt^t, , » , Tltr-latter part of the book is devoted to diagrams rd;itlnj,r to IloH««r (loictinti u«»J», tttt-t hi itiur^rn beautifully-executed plates of working drawings of boilrrs and thnir drt.iiS*, A•* '»,unj»!«",»»{ h»»w such drawing's should be gfot out, they may bft cordially nn'onunriHU'd to thr »»Efrnll<«a of *i|| vnuny. and even some elderly, engineers. . . . Altogether the book li» our ultti.H wary mmJunii..*! engineer mav, with advantage to himself add to his library."—/nJnxtrti>\,
" Mr. Foley is well fitted to compile such a work. . . . Tin' ili.t^r.uift nrr1 4 tfr«Mt f«*,itnr»i of the work. . . , Regarding the wholo work, it in.tv !»• v«-ry «,tirly M.a^l Umf Mr. I-ntry t»4-« produced a volume whicli will undoubtedly fulfil flu- ih-.ire ui thti <uith<»f Mul Ui?. '«HI« ii»»Jj'if»t«n« sable to all mechanical engineers."—Marine Jfiti)finfer,
"We have carefully examined this work, and pronounea It n most tit«'rHr»ut rrfofwir.f book for the use of marine engineers."—$ournalaf American Xndtfv <»/'.%'•*?'»»/ f-n^t>^fr,.
" A veritable monument of industry on thft part of Mr. Folc>, wtut ti.»«* 'tin* *»r4t*4 in (irmttitJiitf what is simply invaluable to the engineering profession."-—Uteamshit.
Coal and Speed Tables.
A POCKET BOOK OF COAL AND SPEED TABLES, fw Engineers and Steam-users. By NELSON POLBY, Author of HTh* Mtchirucal Engineer's Reference Book," Pocket-sixa, 35. 64. cloth.
"These tables are designed to meet the raquiram«mts of every-rtny uwi tti*»vafi» of fuffi. clent scope for most practical purposes, and m&y be commended to «rtgi»te«rii md urn of steam,"— If on,
" This pocket-book well njerits the attention of the praettcal wurbiMr. Mr. Fo!*r hw utm» piled a very useful set of tables, the information contained In which U frt«iu«ttEtv r«i«M«*d h« engineers, coal consumers and users of steam,"~/r^« and Coat Tr»dkt K^^a, *<•"*»***»« WJF